Logon Failure Reason Id 

Logon Failure Reason Desc 

I 1 

Transit Application Already Blocked 

2 

Unrecognised Card Format 

3 

Unknown Version Identifier 

4 

Application Expired 

5 

Wrong Operator Test Card 

6 

Wrong Operator Service Card 

7 

Card Inactivity Time Exceeded 

8 

Max Purse Balance Exceeded 

9 

Unrecoverable Card Read 

MO 

Unrecoverable Card Write 

11 

Card Remove Before Commit Issued 

M2 

Travel Not Allowed 

13 

Insufficient Funds 

14 

Invalid Entry Exit Status At Exit 

15 

Invalid Entry Exit Status At Entry 

he 

Overstay 

17 

Passback 

M8 

Contract List Full 

19 

Unrecognised Contract Version 

[2° 

Unrecognised Token Format 

21 

Autoload Invalid Add Value 

22 

Autoload Invalid Threshold 

23 

Autoload Invalid Period 

24 

Logon Invalid Pin 

25 

Logon Invalid Role 

26 

Logon Shift Cash Exceeded 





